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PARKING SUMMARY TABLE BICYCLE PARKING SUMMARY TABLE LEGEND 


PROPERTY LINE 


SIGN 
CALCULATION MIN. REQUIRED | TOTAL PROPOSED SHORT TERM BICYCLE PARKING (EXTERIOR) LONG TERM BICYCLE PARKING (INTERIOR) 
BOLLARD 
1.0 SPACES PE USE CALCULATION MIN. REQUIRED | TOTAL PROPOSED USE CALCULATION MIN. REQUIRED | TOTAL PROPOSED 
: : BUILDING 
EFFICIENCY UNI 
Ei BUILDING INTERIOR WALLS 
ae ae APARTMENT O.1 PER UNIT : eR SEN 1.5 PER UNIT 
BUILDING 30604) (730 BUILDING 30 X 1.5 = 45.0 CURB 
1.15 SPACES PER 
ve REQUIRED REQUIRED SUNT EIOING 
“BUILDING. ; RETAIL Pee ee RETAIL aan ROADWAY STRIPING 
25 X 1.15 =32.2 SERVICE 4.7 X 0.6 = 3.0 ? SERVICE 47X01 = 0.5 SIDEWALK 
REQUIRED REQUIRED 
ADA ACCESSIBLE RAMP 
TOTAL ; 6 aes 
ADA DET. WARNING SURFACE 
BICYCLE PARKING TABLE NOTES: CONCRETE PAVERS 
1. REQUIRED NUMBER OF SPACES ARE FROM BICYCLE PARKING GUIDELINES, 


APPENDIX A BIKE PARKING BY—LAW. SNOW STORAGE 
GENERAL 


SAW—CUT LINE 
RETAIL/RESTAURANT| 1,851 SF 


(IST 6,00G- SEs PARKING COUNT 
EXEMPT) VINYL FENCE 

ADA SPACES REQUIRED: 

(26-50) TOTAL PARKING SPACES PROVIDED, 2 SHALL BE THE MINIMUM ADA MASSACHUSETTS AVENUE 

PARKING PROVIDED, 1 SPACES BEING VAN ACCESSIBLE. (PUBLIC — VARIABLE WIDTH) 

PROVIDED 2 SPACES, 1 BEING VAN ACCESSIBLE. 

PARKING TABLE NOTES: 

1. SECTION 6.1.10, C. FOR A MIXED-USE DEVELOPMENT THE FIRST 3,000 SF 

OF NON—RESIDENTIAL SPACE IS EXEMPT FROM THE PARKING ZONING SUMMARY TABLE 


REQUIREMENTS OF THIS SECTION 6.1. : 
2. SECTION 6.1.11, STANDARD PARKING STALLS SHALL BE 8.5’X18’, AND B3-VILLAGE BUSINESS (MIXED-USE >20,000 SF) 


DRIVE AISLE WIDTH SHALL BE 24’ FOR TWO-WAY TRAFFIC. 


PROPOSED PLANTER BOX REQUIRED/ EaRaNe aes 
* RELIEF REQUESTED FROM THE ARB FOR THE REQUIRED NUMBER OF RECONSTRUCT PLANTER CONCRETE PAVERS PER WITH FLUSH VGC (10°X4’) ALLOWED 
PARKING STALLS. ALSO ARB SPECIAL PERMIT IS REQUEST FOR UP TO 20% BOXES WITH FLUSH TOWN OF ARLINGTON ; 
COMPACT PARKING SPACES. VGC. (10°X4’) STANDARDS "DO NOT ENTER” & "ONE WAY” MINIMUM LOT AREA >20,000 SF | 11,1344 SF | 11,1344* SF 


ita IGN SIGNS TO REMAIN MINIMUM LOT AREA PER UNIT 3484* SF 
n MBTA SIGN TO REMAIN ADA RAMP WITH 102.14 FT 102.14 FT 
©. TO REMAIN 4 DETECTABLE WARNING MINIMUM ERONIAGE MASS AVE MASS AVE 
g PAVERS 
; , a == a 2S a = MINIMUM FRONT YARD SETBACK 
ADA RAMP WITH es alo G MINIMUM SIDE YARD SETBACK 
DETECTABLE WARNING a 2 


PROFESSIONAL ENGINEER FOR 


PAVERS : MINIMUM REAR YARD SETBACK (H+L)/6 ALLEN & MAJOR ASSOCIATES, INC. 
fo) ; ie reo aie 
° PROPOSED BENCH + SCREENING BUFFER 
ai LANDSCAPED OPEN SPACE 
PROPERTY LINE USABLE OPEN SPACE 
"NO TRUCKS OVER 5,000 LBS” sneer Sa = aes ——— J 
; — — - 8.6 MAXIMUM. HEIGHT 
SIGN TO REMAIN ~ . : | 
° S Oe MAXIMUM HEIGHT STORIES 
g ‘ LANDSCAPED REVISION 1 PER ARB COMMENTS 
TO Beer a OPEN SPACE 26 S.F. : DESCRIPTION 
8g: ZONING TABLE NOTES: 
So 1. SECTION 5.3.17, FOR BUILDING MORE THAN 3 STORIES IN HEIGHT, AN ADDITIONAL 7.5 APPLICANT\OWNER: 
A - PROPOSED MIXED-USE | 2.5x8 OPENING FOR FT STEP—BACK SHALL BE PROVIDED BEGINNING AT THE THIRD STORY LEVEL OR 30 FT 
RECONSTRUCT BUILDING STREET TREE (TYPICAL) ABOVE GRADE, WHICHEVER IS LESS. THE UPPER STORY STEP—BACK SHALL BE 192-200 MASSACHUSETTS AVE, LLC 
x CONCRETE SIDEWALK © 6 SHORT TERM PROVIDED ALONG ALL BUILDING ELEVATIONS WITH STREET FRONTAGE 
Q BICYCLE STORAGE FIRST FLOOR: 6,092+ S.F. 6.0° 2. SECTION 5.3.21. SUPPLEMENTAL REQUIREMENTS IN THE BUSINESS AND INDUSTRIAL 455 MASSACHUSETTS AVE, STE 1 
§ (WIDTH VARIES) j | 
Q DECORATIVE CONCRETE PAVERS SECOND FLOOR: 8,309+ S.F. DISTRICTS, D. FOR MIXED USES AND ANY PERMITTED RESIDENTIAL USE NOT ARLINGTON, MA 02474 
KR &y | ORR a ante aoa THIRD FLOOR: 8309+: SF. REMOVE AND RESET SPECIFICALLY IDENTIFIED IN THE TABLES IN SECTION 5.5.2, THE MINIMUM OPEN SPACE 
RY ae FOURTH FLOOR: 7,394 SE. Ae GRANITE REQUIREMENTS (COMPUTED FROM THE RESIDENTIAL FLOOR AREA ONLY) SHALL BE 10% PROJECT: 
& TOTAL GFA= 30.1044 SF. LANDSCAPED AND 20% USABLE IN THE B1, B2, B2A, B3, AND B4 DISTRICTS, AND 15 
~\ : ! PERCENT USABLE IN THE B5 DISTRICT. 190 & 192-200 
wv / LANDSCAPED 3. SECTION 5.3.21. SUPPLEMENTAL REQUIREMENTS IN THE BUSINESS AND INDUSTRIAL 
© | OPEN SPACE 26 S.-F. SCORE LINE DISTRICTS, B3 ABUTTING RS 15 FT MINIMUM BUFFER. A SOLID WALL OR WOODEN [ | 
v Ny (TYPICAL) FENCE MAY BE SUBSTITUTED FOR ONE-HALF THE WIDTH OF THE LANDSCAPED BUFFER. MASSACHUSETTS AVE 
& Ao: bie ae 4. TOTAL RESIDENTIAL FLOOR AREA (PROVIDED BY ARCHITECT): 19,065 S.F. ARLINGTON, MA 02476 
NES 7? BUILDING 5. TOTAL RETAIL FLOOR AREA (PROVIDED BY ARCHITECT): 4,851 S.F. 
i 6. GROSS FLOOR AREA (PROVIDED BY ARCHITECT): 30,104 S.F. 
RECONSTRUCT Ly * RELIEF REQUESTED FROM ARB. PROJECT NO. 2729-02 | DATE: 
CONCRETE SIDEWALK Ly 
(WIDTH VARIES) rs SCALE: DWG. NAME: 
REMOVE AND RESET = 
VERTICAL Cree / KR S DESIGNED BY: BDJ| CHECKED BY: 
] Y) Wy PREPARED BY: 
SCORE LINE | 9.3" rg 
(TYPICAL) LANDSCAPED ° li & 
OPEN SPACE 26 S-F. 2 Le e 
2 a i NOTES 
UV = ET 
m — 
= ay 1. WRITTEN DIMENSIONS ON THIS PLAN TAKE PRECEDENCE OVER \ & M 
aS / START_VGG e, “ z SCALED DIMENSIONS. THE CONTRACTOR SHALL USE CAUTION LLEN AJOR 
; WHEN SCALING REPRODUCED PLANS. IN THE EVENT OF A 
"NO STANDING ANYTIME” wisp dala | peas 6.6 ae Sy DIP 2 ale CONFLICT BETWEEN THIS PLAN SET AND ANY OTHER DRAWINGS ASSOCIATES. INC 
SIGN TO REMAIN Bs ~ im () AND/OR SPECIFICATIONS OR CONDITIONS, THE ENGINEER SHALL ns ; ’ ; : 
IG aS BE NOTIFIED BY THE CONTRACTOR. ALL SITE ITEMS SHALL BE see ee ee en sien ae 
environmental consulting @landscape arcnitecture 
i s STONING EO ERE Its PRIGNAY LAID OUT AND AS BUILT BY A LICENSED LAND SURVEYOR. oe ee 
SQ acting LANDSCAPED Zz mo \ PAVEMENT - ENTRANCE, SEE 100 COMMERCE WAY, SUITE 5 
SN OPEN SPACE 722 SF. S 2 9 DETAILS 2. ALL CURB RADII ARE 3’ UNLESS OTHERWISE NOTED. ROMA 
_— (e) © N TEL: (781) 935-6889 
a Zz Zz 3. THE INFORMATION SHOWN ON THIS PLAN IS THE SOLE PROPERTY FAX: (781) 935-9896 
ee BUFFER SCREEN. SEE o a OF ALLEN & MAJOR ASSOCIATES, INC. ITS INTENDED USE IS TO 
ee LANDSCAPE SHEET L—101. = 5 "LEFT TURN ONLY” PROVIDE INFORMATION. ANY ALTERATION, MISUSE, OR WOBURN, MA @ LAKEVILLE, MA ® MANCHESTER, NH 
—— a a RECALCULATION OF INFORMATION OR DATA WITHOUT THE 
ee EXPRESSED, WRITTEN CONSENT OF ALLEN & MAJOR ASSOCIATES, THIS DRAWING HAS BEEN PREPARED IN DIGITAL FORMAT. 
DIG SAFE ——— INC. IS STRICTLY PROHIBITED CLIENT/CLIENT'S REPRESENTATIVE OR CONSULTANTS MAY BE 
Q . . ‘ PROVIDED COPIES OF DRAWINGS AND SPECIFICATIONS FOR HIS/HER 
Q INFORMATION AND/OR SPECIFIC USE ON THIS PROJECT. DUE TO THE 
——~g END. VGC POTENTIAL THAT THE PROVIDED INFORMATION MAY BE MODIFIED 
Ok. a if UNINTENTIONALLY OR OTHERWISE, ALLEN & MAJOR ASSOCIATES, 
: INC. MAY REMOVE ALL INDICATION OF THE DOCUMENT'S 
S cS Oo o-o0—— BS £0 NE 0—_0—O0——_>}77 _ pee eee ; AUTHORSHIP ON THE DIGITAL MEDIA. PRINTED REPRESENTATIONS OR 
GRAPHIC SCALE PORTABLE DOCUMENT FORMAT OF THE DRAWINGS AND 
es SPECIFICATIONS ISSUED SHALL BE THE ONLY RECORD COPIES OF 
¥ R5 ZONE 10 0 5 10 20 40 ALLEN & MAJOR ASSOCIATES, INC.'S WORK PRODUCT. 
BEFORE YOU DIG TRANSFORMER 
CALL 811 OR ( IN FEET ) 
1-888-DIG-SAFE ape) eRe ae (inehi= AO! “He LAYOUT & MATERIALS PLAN | C-102 
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